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In Jurinr the war the open-hearth plant, located between 
the blast furnaces and the tvjo rolling Mila (cold 
processing and hot processing ) , was destroyed, inclu- 
ding six open-hoarth furnaces which, according to 
soviet statements, the Romans had put in operation „ 

The open-hearth plant had teen under* reconstruction sinco 
1944 and, during the last period of observation, was 
greatly modernized and enlarged (construction of a 
fully automatic slag removing installation) . uix moder- 
nized open-hearth furnaces have boon in operation since 
194G and two additional open-hearth furnaces operated 
after the -minor of 1949. The ninth and tenth furnaces were 
to start operation in oeptember 1949, and the eleventh and 
twelfth, of which only the foundations were completed, in 
early 1950. Thus, the completed open-hearth plant will 
have a total of twelve open-hearth furnaces placed in two 
groups of six each, with 20 meters between tho t""o groups, 

2, The opon-hearth furnacas were fueled with fas which was 
piped from tho coking plant (pines were three meters in 
diameter) o 4% ltomateiy one of the opon-hearth furnaces was 
always being overhauled, an operation which required five 
days., . 


3. The bunkers wore also being enlarged. They were 70 moters 
from the open-hearth plant, ^teel scrap 
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and lime-stone arrived by rail 
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was loaded 


- U tracks), 

in special dump cars by automatic cranes and elevators, 
then shipned to the scales and from there to the open- 
i hearth plant* Charging of the open-hearth furnaces was 
also a completely automatic process. 


The three blast furnaces were assumed to produce dif- 
ferent types of nig-iron as the pig-iron had to be 
mixed in a shot) located between the blast furnaces 
and the open-hearth plant* 


5* The so-called "30 tons department" , south of the open- 
hearth plant, had two Siemens electric furnaces to 
produce special s toe Is. For plant layout see Annex 1, 
for open-hearth plant see Annex 2 . 
also 

6, Mother PW who/worked on the reconstruction of the 
open-hearth plant and whose information essentially 
corresponds with the above data, supplied the attached 
sketches (Annex 3) , on© of which shows that the open- 
hearth nlant is 15 meters deeper than the bunkers* 

This IV gave the output in October 1949 os 160 tons 
steel per open-hearth furnace in one shift. 


Comment: 


This report gives valuable details on the constantly 
growing open-hearth plant* The production data as 
given in para 6 is of special ‘interest. Loth sources 
confirm the department J vc high quality steel, details 
of which were given in previous information*. 


3 Annexes: 


Open-Dearth riant If the 


Zaporozhstal metallurgical Plant in 
Zaporozhe * 
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legend of ^nnex 1: 


» m « T 


a Metallurgical Plant 

1 Pour large coke batteries and auxiliary Installations 

2 Pour blast furnaces 

3 Compressor station and emergency .power plant 

4 special steel department with two electric 
Siemens furnaces 

5 Mixing shop 

6 Open-hearth plant 

7 Lunkers 

8 Transformer station 

9 Mold breaking shop 

10 Projected rolling mill. 

11 Mechanical workshops 

12 -Iain administration 

13 workshop with unknown purpose 

14 hot rolling mill 

15 Cold rolling mill 
B Aluminum plant 

C "hJB” hepair Plant with foundry 
J Terminal stop of streetcar line 


V' Oi,i In 
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Legend to Annex 2; 

1 .iixing shoj) 

2 opeclai steel department 

3 Administration of open-hearth plant 

4 Aold breaking shop 

5 About 10 railroad sidings 

6 Open-hearth plant, about 300 meters long 

a Two groups' with each six open-hearth furnaces 
b r'urnaees I\io« 11 and iio a 12 under, construction 
c 20-mster distance between the two groups of 
open-hearth furnaces 
d Open area, about. 70 meters wide 

f 

7 -Luukdr installation for scsrap and lime, about 
250 meters long 

a jtinnex. 

8 Gcale 


C oivi-'X D— l*i TXj-i.n/ 1 
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